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ANY SLIGHT FRACTURE - NOT PERMITTED 


.062 R. MAX. 


tor 
4.000 : 

.250 010 
NOTES: 

1. FINISH: IRIDITE NO. 14 PER MIL-C ~- 5541 228" DIA. C'SK 82° 
PAINT PER MIL-E - 15090 ENAMEL TO .392/.402" DIA. 
EQUIPMENT, LIGHT GRAY (FORMULA NO 1!) 

2. MATERIAL .125" THICK ALUMINUM ALLOY 


5052-H32 PER QQ-A-318 
3. NOT SUPPLIED. IF REQUIRED,INSTALL ATION 
ACTIVITY MUST FABRICATE 


Figure 7-2. Radio Receiver R-1051/URR, Mounting Bracket for Rack Mounting 
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